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NOTIFICATIONS BY GOVERNMENT 


PANCHAYAT RAJ & RURAL DEVELOPMENT DEPARTMENT 

(Estt.1) 
VOLUNTARY RETIREMENT OF Sri V . CHANDRASEKHARAIAH , IN -CHARGE 

SUPERINTENDING ENGINEER , PR CIRCLE , PRAKASAM DISTRICT WITH 
EFFECT FROM 30 - 11 - 2017 A . N . 
[G . O . Rt.No.750, Panchayat Raj & Rural Development (Estt . ), 

20th November, 2017 .] 


Read :- From the Engineer- in - Chief, Panchayat Raj, A. P., Vijayawada Letter 

No .G /1287 / 2011 , Dated : 27 -09 - 2017 . 


* * * * * * 


The Engineer -in -Chief (PR ), A . P . Vijayawada in his letter read above 
has stated that Sri V . Chandrasekharaiah , In - charge Superintending Engineer, 
PR Circle , Prakasam District has made a representation stating that he 
has been suffering from heart problem for the past 5 years and due to ill health 
he is unable to discharge his duties efficiently, as such he wants to take 
voluntary retirement from service with effect from 30 . 11 . 2017 AN . 


The Engineer-in - Chief , PR , has further stated that Sri V . Chandra 
sekharaiah , In - charge Superintending Engineer, Panchayat Raj is working 
in Panchayat Raj Engineering Department since 03.06 . 1980 and completed 
more than 37 years of service . No disciplinary cases are pending against him . 
The Engineer- in - Chief (PR ) has requested the Government to take necessary 
action in the matter being the competent authority . 


[ 1 ] 


THE ANDHRA PRADESH GAZETTE ,November 22 , 2017 


In the circumstances reported by the Engineer- in - Chief, Panchayat 
Raj, A . P ., Vijayawada in the letter read above , Government after careful 
consideration , hereby permit Sri V . Chandrasekharaiah , In -charge Superintending 
Engineer, Panchayat Raj Circle , Prakasam District to retire voluntarily from 
Government service with effect from 30 . 11 . 2017 Afternoon . 


The Engineer -in - Chief, Panchayat Raj, AP , Vijayawada shall take 
necessary further action in the matter accordingly. 


Dr. K .S . JAWAHAR REDDY, 
Principal Secretary to Government (PR & RWS ). 
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